CARM Project Control Division is able to confirm that the total spend on CBSA Assessment and 
Revenue Management (CARM) project for fiscal year 2017/2018 is $6,321,403. 


Project Development Actuals Fiscal Year 
2017/2018 


CARM Expenditures $6,321,403 
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